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“Waterloo® Tool Room Series 
chests and cabinets have been 
the style choice of machinists 


for decades.” 
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The Tool Room Series features 
traditional brown-wrinkle finish 
on chests and roller cabinets. 
Unique drawer sizes are 
specifically designed to store 
precision instruments. 


@ Industrial enamel, baked-on brown- 
wrinkle finish 


™@ Double-wall construction provides 
strength while reducing racking 





| ™ One-piece, smooth-action professional 
Smooth-Action Drawer Slides drawer slides are designed to carry 
heavy loads 


@ Full-extension drawer slides for 
complete access to contents 


™@ Keyed lock with internal lock bars to 
secure tools 


@ 1,200 Ib. (544.3 kg) load rating 


@ High strength metal handles with over- 
molded grips on all 26-inch (660 mm) 
chests for easy lifting 


m™ 14-gauge caster support channels and 
5 x 2-inch (127 x 50.8 mm) casters for 
high load capacity 





Over-molded Chrome-Plated m@ Reinforcement channels on cabinet 
Chest Handles back panel add strength and rigidity 


m Easy-grip, over-molded keys 





5 x 2-Inch (127 x 50.8 mm) 
Casters 
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11-Drawer Chest 


12-Drawer Tool Cart Sa — at) 


Chest lid has 2-point locking system 


Top full-width drawer on cabinet has 
ball-bearing slides and is located at 
convenient height for most-used 
tools 


13-inch (330 mm) deep drawer on 
cabinet for storing angle or gauging 
blocks and other large tools 


14-gauge caster support channels 
and 5 x 2-inch (127 x 50.8 mm) cast- 
ers for high load capacity 


Tool cart comes standard with hard- 
board worksurface 


Shipped on custom-fit pallet 















































WwW X D xX H WwW xX D X H 
Overall 40.50 16.00 19.75 in. Overall 41.00 18.00 35.50 in. 
1029 406 506 mm 1041 457 902 mm 
Top Storage 40.00 15.50 4.46 in. Overall 41.00 18.00 41.25 in. 
Area 1016 394 113 mm With Casters 1041 457 1048 mm 
5 Drawers 22.37 14.62 2.00 in. 1 Drawer 36.75 16.37 4.12 in. 
568 371 51 mm 933 417 105 mm 
1 Drawer 22.37 14.62 3.12 in. 1 Drawer 22.37 16.37 2.00 in. 
568 371 79 mm 568 417 51 mm 
4 Drawers 11.75 14.62 2.00 in. 3 Drawers 22.37 16.37 3.12 in. 
299 371 51 mm 568 417 79 mm 
1 Drawer 11.75 14.62 5.25 in. 2 Drawers 22.37 16.37 6.37 in. 
299 371 133 mm 568 417 161 mm 
Capacit Unit Weight Ship Weight 1 Drawer 11.75 16.37 2.00 in. 
9,326 cubic in. 110.0 Ibs. 121.5 lbs. 299 417 51 mm 
152859 cubic cm 50.0 k 55.1 k 3 Drawers 11.75 16.37 3.12 in. 
299 417 78 mm 
1 Drawer 11.75 16.37 12.75 in. 
299 417 325 mm 
Capacit Unit Weight Ship Weight 

15,910 cubic in. 222.0 lbs. 247.0 lbs. 
260770 cubic cm 100.7 k 111.0 k 
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WI-1000B 
10-Drawer Chest 


WI-500B 
5-Drawer Cabinet 


m Large independently-locking security 
drawer in chest to store valuables 
and manuals 


m Bulk-storage area in cabinet for 
organization of containers and large 
tools locks independently for addi- 
tional security 


m Chest includes steel tote tray 


m@ 14-gauge caster support channels 
and 5 x 2-inch (127 x 50.8 mm) cast- 
ers for high load capacity 
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WI-1000B Ww Xx D x H 
Overall 26.00 12.00 19.75 in. 
660 305 502 mm 
Top Storage 25.75 11.75 4.46 in. 
Area 654 299 1138 mm 
6 Drawers 6.75 10.75 2.00 in. 
172 273 51 mm 
1 Drawer 6.75 10.75 6.37 in. 
172 2/3 161 mm 
2 Drawers 22.37 10.75 2.00 in. 
568 273 51 mm 
1 Drawer 22.37 10.75 3.12 in. 
568 273 79 mm 
Capacit Unit Weight Ship Weight 
4,393 cubic in. 60.0 Ibs. 66.5 Ibs. 
71988 cubic cm 27.0 k 30.2 k 
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WI-500B Ww X D x H 
Overall 26.50 18.00 35.50 in. 
673 457 902 mm 
Overall 26.50 18.00 41.25 in. 
With Casters 673 457 1048 mm 
4 Drawers 22.37 16.37 3.12 in. 
568 417 79 mm 
1 Drawer 22.37 16.37 6.37 in. 
568 417 161 mm 
Panel Area 25.50 16.50 10.62 in. 
648 419 2/0 mm 
Capacit Unit Weight Ship Weight 
11,371 cubic in. 112.0 Ibs. 120.5 Ibs. 
186337 cubic cm 51.0 k 54.7 k 
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40520 
7-Drawer Chest 


40022 
2-Drawer Intermediate 
Chest 


WI-729B 
7-Drawer Cabinet 


m@ Removable felt-like liners in chest 
and intermediate chest drawers 


m@ Drop-panel covers drawers to keep 
dirt out of chests when units are 
locked 


m Extra-wide corner posts on cabinet 
for high load capacity and racking 
resistance 


@ Black vinyl top mat to protect tools 
and cabinet top 


m@ 14-gauge caster support channels 
and 5 x 2-inch (127 x 50.8 mm) cast- 
ers for high load capacity 


40520 W X D Xx 
Overall 21.25 8.50 , in. 
540 216 mm 












































Top Storage 21.00 8.25 46 in. 
Area 533 210 mm 
“a Drawers 8.75 «BTID _WI-729B0 Wx Dk OH 
299 191 mm Overall 28.50 18.00 30.25 in. 
1 Drawer 8.75 7.50 in. 124 457 768 mm 
222 191 mm Overall 28.50 18.00 36.00 in. 
1 Drawer 18.50 7.50 50 in. With Casters 724 457 914 mm 
470 191 mm 2 Drawers 22.37 16.75 1.50. in. 
1 Drawer 18.50 7.50 , in. 568 425 38 mm 
OTM 3 Drawers 22 37 16.75 3.12 in. 
Capacity Unit Weight Ship Weight 568 425 79 mm 
1,760 cubic in. 26.0 Ibs. 30.0 Ibs. 4 Drawer 29 37 16.75 4.37 in. 
28841 cubic cm 11.8 kg 13.6 kg 568 425 1411 mm 
40022 W x D X H 1 Drawer 22.37 16.75 6.50 in. 
Overall 21.50 9.50 7.75 in. 568 425 165 mm 
4G aT IZ mM Capacit Unit Weight Ship Weight 
1 Drawer 17.87 9.50 1.75 in. 8,723 cubic in. 121.0 Ibs. 130.0 Ibs. 
454 241 44 mm 142944 cubic cm 55.0 k 59.0 k 
1 Drawer 17.87 9.50 3.87 In. 
454 241 98 mm 
Capacity Unit Weight Ship Weight 
954 cubic in. 18.3 Ibs. 20.0 Ibs. 
15633 cubic cm 8.3 kg 9.1 kg 
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40526 


8-Drawer Chest 


40028 


2-Drawer Intermediate 


Chest 
WI-429B 


4-Drawer Cabinet 


=m Removable felt-like liners in chest 


and intermediate chest drawers 


@ Drop-panel covers drawers to 


keep dirt out of chests when units 


are locked 


™@ Cabinet drawers and storage 
panel area lock independently 


™ Bulk-storage area in cabinet for 
storing large tools and supplies 


m Black vinyl top mat to protect 
tools and cabinet top 


m@ 14-gauge caster support channels 


and 5 x 2-inch (127 x 50.8 mm) 
casters for high load capacity 











LATEALog 












































40526 Ww Xx D X H 
Overall 27.75 8.50 13.25 in. 
705 216 337 mm 
Top Storage 27.50 8.25 4.46 in. 
Area 699 210 113 mm 
1 Drawer 5.25 7.50 3.37 In. 
. 133 191 86 mm WI-429B W x D x H 
4 Drawers 8.75 7.50 1.12 in. 
1 Drawer 8.75 7.50 2.25 in. 724 457 768 mm 
222 191 56 mm Overall 28.50 18.00 36.00 in. 
1 Drawer 24.87 7.50 1.50 in. With Casters 724 457 914 mm 
631 191 38 mm 2 Drawers 22.37 16.75 1.50 in. 
1 Drawer 24.87 7.50 2.25 in. 568 425 38 mm 
ST TM 1 Drawer 22.37 16.75 3.12 in. 
Capacity Unit Weight Ship Weight 568 425 79 mm 
2,287 cubic in. 35.0 Ibs. 39.0 Ibs. 1 Drawer 29 37 16.75 6.50 in. 
37477 cubic cm 15.9 kg 17.7 kg 568 425 165 mm 
40028 Ww x D X H Panel Area 27.50 16.50 11.00 in. 
Overall 28.00 9.50 7.75 in. 699 419 279 mm 
711 241 197 mm : : 5 ; : 
1 Drawer 34.37 550 75 Tn. Capacity Unit Weight Ship Weight 
9,720 cubic in. 99.0 lbs. 111.0 Ibs. 
619 241 44 mm 
1 Drawer 24.37 9.50 3.87 in. los26e cubic em Ok 03k 
619 241 98 mm 
Capacit Unit Weight Ship Weight 
1,301 cubic in. 22.0 lbs. 25.0 lbs. 
21320 cubic cm 10.0 k 11.4 k 




















WATEPLOO 


Waterloo products go through 

extensive review by the 7-Drawer Cabinet 
Corporate Sample Inspection 4-inch (102 mm) deep drawer at top of 
Department cabinet for frequently used tools 


Four 3-inch (76 mm) drawers for small 
hand tools and precision instruments 


Two large, deep drawers for storing large 
tools and equipment 


14-gauge caster support channels and 
5 x 2-inch (127 x 50.8 mm) casters for 
high load capacity 





















Dave Vance, Quality Engineer Associate Wx. Dx. H 
“I’m very proud of the dedication to Overall 26.50 18.00 35.50 in. 
' ' ; 673 457 902 mm 
quality that exists throughout this are a a0 faeea 
company, and that culture continually With Casters 673 457 1048 mm 
motivates me to push to higher stan- a eraer set are fe a 
dards than we have had in the past.” 4 Drawers 22 37 16.37 3.12 in. 
968 417 79 mm 
2 Drawers 22.37 16.37 6.37 in. 
568 417 161 mm 
Capacity Unit Weight Ship Weight 
10,743 cubic in. 127.0 Ibs. 136.0 lbs. 
176046 cubic cm 57.6 k 61.7 k 
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WI-600B 


6-Drawer Chest 


WI-300B 


3-Drawer Cabinet 


m@ Top center drawer of chest locks 
independently to store valuables 


while working 


m Bulk-storage area in cabinet for 


storing large tools and supplies; 
locks independently for additional 


security 


m@ Chest includes steel tote tray 


™@ 14-gauge caster support channels 


and 5 x 2-inch (127 x 50.8 mm) 
casters for high load capacity 

















WI-600B Ww Xx D x H 
Overall 26.00 12.00 15.25 in. 
660 305 390 mm 
Top Storage 25.75 11.75 4.46 in. 
Area 654 299 113 mm 
3 Drawers 6.75 10.75 2.00 in. 
172 2/3 51 mm 
2 Drawers 22.37 10.75 2.00 in. 
568 273 51 mm 
1 Drawer 22.37 10.75 3.12 in. 
568 273 79 mm 
Capacity Unit Weight Ship Weight 
3,467 cubic in. 46.5 Ibs. 51.5 Ibs. 
56830 cubic cm 21.1 k 23.4 k 
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WI-300B Ww Xx D x H 
Overall 26.50 18.00 30.25 in. 
673 457 743 mm 
Overall 26.50 18.00 35.50 in. 
With Casters 673 457 902 mm 
2 Drawers 22.37 16.37 3.12 in. 
568 417 79 mm 
1 Drawer 22.37 16.37 6.37 in. 
568 417 161 mm 
Panel Area 25.50 16.50 10.62 in. 
648 419 2/0 mm 
Capacity Unit Weight Ship Weight 
8,301 cubic in. 88.5 lbs. 96.5 lbs. 
136029 cubic cm 40.1 k 43.8 k 
PRODUCT 
NUMBER 

















